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Steve Emmerich. P. 26. Sept 

Supermarket Refrigeration System With Completely 
Secondary Loops. Vasile Minea. P 40. Sept. 

TES Without Ice. Daniel Pare, Stephane Bilodeau. 
P 46. July. 

Wal-Mart Experience: Part One, The. Michael Mac- 
Donald, Michael Deru. P 14. Sept. 

Wal-Mart Experience: Part Two, The. Michael Deru, 
Michael MacDonald. P. 22. Oct. 

Technology Awards 

Heating Montréal’s Airport. Jacques Lagacé, Pierre 
Roussel. P 28. March 

Linear UFAD for Village. George Karidis. P 16. 
Aug. 

Natural Ventilation in Nursing Facility. Matthew 
Younger. P. 42. April 

TES Without Ice. Daniel Pare, Stephane Bilodeau. 
46. July. 

University Laboratory System. Ronald W. Henning. 
P. 22. May. 

Thermal Comfort 

Temperature & Temperament: A Psychologist Looks 

at Comfort. Frederick H. Rohles Jr. P 14. Feb. 
Thermal Energy Storage 

TES Without Ice. Daniel Pare, Stephane Bilodeau 

P. 46. July. 
Tunnels 

International Tunnel Fire-Safety Design Practices. 
Paul C. Miclea, W.K. Chow, Chien Shen-Wen, 
Junmei Li, Ahmed Kashef, Kai Kang. P. 50. 
Aug. 

Underfloor Air Distribution 

Cooling Airflow Design Calculations for UFAD. 
Fred Bauman, Tom Webster, Corinne Benedek. 
P 36. Oct 

Linear UFAD for Village. George Karidis. P 16 
Aug. 

Ventilation 

Dedicated Outdoor Air System for Commercial 
Kitchen Ventilation. Stephen L. Brown. P 24 
July. 

Increasing Efficiency With VAV System Static 
Pressure Setpoint Reset. Steven T. Tayior. 
P 24. June 

Natural Ventilation in Nursing Facility. Matthew 
Younger. P. 42. April 

OA Economizers for Data Centers. Vali Sorell. P 
32. Dec. 

Standard 62.1: Problems, Perceptions and Pana- 
ceas. Andrew Persily, Dennis Stanke, Gordon 
V.R. Holiness, Richard Hermans. P. 34. March. 

Vibration Isolation 
Vibration Isolation. Robert Simmons. P. 30. Aug. 
Water Treatment 

15 Things to Know About Cooling Water Treatment. 
Bill Gaines, Martin R. Orban, David R. Welch. 
P. 50. July. 

Wireless 
Going Wireless. John Ruiz. P 34. June.@ 
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